ii Handy Recorder H4_ system software Version History a 


The system software version is shown on the display at startup. 

You can always download the latest system software for free at the web site 
shown below. The web site also has information on installation procedures, 
possible problems, and Frequently Asked Questions. 

http://www.zoom.co.jp/ 


Version 2.40 


* Released as bug fix in December 2009 


1. Fixed the problem that the H4 takes a long time to be recognized by connected PC when the H4 is 
used as a card reader. 


2. Fixed the problem that the H4 freezes in rare cases when DIVIDE function has been done. 


Version 2.30 


* Released as bug fix in March 2009 
1. Fixed the problem that USB audio interface function doesn’t work for Mac OS X v10.5.6. 


Version 2.20 
- Released as improved MP3 ENCODE/DIVIDE/NORMALIZE function in February 2008 


Version 2.10 

- Released as bug fix in November 2007 

Version 2.00 

* Released as SDHC compatible in October 2007 
Version 1.40 

- Released as improved SD card access in August 2007 


Version 1.30 

* Released as bug fix in March 2007 
Version 1.20 

- Released as bug fix in February 2007 
Version 1.10 

- Released as bug fix in November 2006 
Version 1.00 


- Released as mass production in September 2006 


